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Message Text 
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ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

036882 160155Z/70 

R 141155Z JUL78 
FM AMCONSUL ALEXANDRIA 
TO USDOC WASHDC 
INFO AMEMBASSY ATHENS 
AMEMBASSY CAIRO 
SECSTATE WASHDC 1865 

UNCLAS ALEXANDRIA 0563 

ATHENS FOR RTDO 

E.O. 11652: N/A 
TAGS: BEXP, EG 

SUBJECT: FOREIGN GOVERNMENT TENDER 

1. 729/02/T0228 

2. 071478 

3. R. FENDRICK 

4. 729/EGYPT 

5. Y (GOVERNMENT CONTROLLED CO.) 

6A. REPLY OR CABLE TO- 

6B. FOREIGN PURCHASES DEPARTMENT 

6C. EGYPTIAN PLASTIC AND ELECTRICAL INDUSTRIES CO. 

5 EBN OKEIL STREET. VICTORIA, ALEXANDRIA. EGYPT. 

7. TENDER NO. 54/78 

8. 8/16/1978 
9.201 

10. DESCRIPTION: SUPPLY OF THE FOLLOWING: 

35593XX-0100 A 160 METRIC TON HYDRAULIC COLUMN TYPE DOWN STROKE 
MOULDING PRESS FOR THERMOSETS HAVING THE FOLLOWING SPECIFICATIONS: 

- PRESS SHOULD BE OF FOUR-COLUMN DESIGN HAVING A CYLINDER OF 
SPECIAL CAST IN IRON AND FITTED WITH A SINGLE ACTING RAM. 

- THE TABLES ARE IRON CASTINGS AND THE MOVE TABLE IS BEING GUIDED 
UNCLASSIFIED 
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BY PADS. 

DAYLIGHT BETWEEN TABLES IS MIN. 400 MM 
DAYLIGHT BETWEEN TABLES IS MAX. 1000 MM 
DAYLIGHT BETWEEN PLATENS IS MIN. 200 MM 
DAYLIGHT BETWEEN PLATENS IS MAX. 800 MM 
PLATENS SIZE IS ABOUT 800 X 800 MM 

PLATENS ARE SELF ELECTRICALLY HEATED WITH STRIP TYPE RESISTANCE 
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ELEMENTS SUITABLE FOR OPERATION AT 200 DEGREES C. 

35593XX-0100 A 100 METRIC TON HYDRAULIC COLUMN TYPE DOWN STROKE 
MOULDING PRESS FOR THERMOSETS HAVING THE FOLLOWING SPECIFICATIONS: 

- PRESS SHOULD BE OF FOUR-COLUMN DESIGN HAVING A CYLINDER OF SPECIAL 
CAST IN IRON AND FITTED WITH A SINGLE ACTING RAM. 

- THE TABLES ARE IRON CASTINGS AND THE MOVE TABLES IS BEING GUIDED 
BY PADS. 

DAYLIGHT BETWEEN TABLES IS MIN. 300 MM 
DAYLIGHT BETWEEN TABLES IS MAX. 700 MM 
DAYLIGHT BETWEEN PLATENS IS MIN. 100 MM 
DAYLIGHT BETWEEN PLATENS IS MAX. 500 MM 
PLATENS SIZE IS ABOUT 650 X 650 MM 

PLATENS ARE SELF ELECTRICALLY HEATED WITH STRIP TYPE RESISTANCE 
ELEMENTS SUITABLE FOR OPERATION AT 200 DEGREES C. 

11. INTERESTED U.S. FIRMS ARE URGED TO CONTACT THEIR EGYPTIAN 
AGENTS. PRICE QUOTATIONS REQUESTED FOB AND C AND F. MCCLELLAND 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 1 4 jul 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ALEXAN00563 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780291-0863 
Format: TEL 
From: ALEXANDRIA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 9780761 /aaaabzfu. tel 

Line Count: 78 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 121d9e73-c288-dd11-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2012627 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BEXP, EG 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/121d9e73-c288-dd11-92da-001cc4696bcc 
Review Markings: 
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